EXHIBIT I 


Approved For Release 2000/08/26 : CIA-RDP74-00005R0001 001 60004-3 


FULLSPACE 


8 1 ■ • 


mmgfimk 

f| 

... 

; -i 

k f-U.., 


■ ■ / V ? * 




BBS 


f#*l < 


:: I8||ISt i 


i i - ■' , 


PREFABRICATED 
ADJUSTABLE 
WOOD SHELVING 


SPACE SAVING 
STORAGE SYSTEM 


i |E! 


1 ( 
I 


lliil 

t - ' i 




l 

' ; •- 


i--- 


S ::1 




-”iV:i Jjjf, ■ « ■ 




160004-3 


"INDIA. MYERS INDUSTRIES. INC. |S| -JA SHELVING 
Jan. 1969 Isl IU storage 














ii •] •] fl z<zi r r^n Z4 ij aililij liliM 91 



FULLSPACE 


Scwes Space 


FULLSPACE can save up to half the amount of 
any area of costly floor space set aside for storage 
shelving. Floor space saved can be converted into 
offices or work areas ... or, with FULLSPACE 
installed, be used to double the amount of storage 
shelving. 



cyCuiiaZd FULLSPACE 

Costs Less 

Economical FULLSPACE is a patented arrange- 
ment of carriage-mounted prefabricated wood 
storage shelving. Because of its simple construc- 
tion, space-saving features and fully adjustable 
shelves, FULLSPACE costs less to buy . . . less to 
:P¥f*€HT less to maintain. 


FULLSPACE 



Easy to Operate 


Mounted on carriages fitted with rail-riding roller 
bearings, fully loaded FULLSPACE units are easily 
moved, forward or backward. Three models to choose 
from — by hand, by lever, by electric push button. 





Typical floor plan showing open storage 
shelving occupying large area. Note amount 
of space required for aisles between bays of 
open shelving. 


FULLSPACE 

Saves Snare 




Attractive and practical FULLSPACE installations in offices such as this Here’s a FULLSPACE installation using the 

save space and money spent for costly floor areas. Easy to install same amount of shelving as illustrated 

and simple to operate, FULLSPACE increases storage facilities without above. Note how little floor space is used, 

increasing costs. One aisle does the job of six! 
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ai H P0WER<3 >GLIDE 

|l ULL Jr ML LgBBH MOTORIZED MOVABLE SHELVING 


EXHIBIT I 


TOUCH AND GO / 


Touch Button lightly 
with your finger and 
Fullspace with Power- 
Glide opens itself for 
you automatically 
wherever you wish . . . 
with loads up to 
23 tons! 


THIS IS HOW IT WORKS! 









FUL4ESPAC© r IW@5p0 MM® S¥8^K1\floCOM(BQNGibliT$ 



MOTOR DRIVE UNIT is located in one 
of the stationary end units— the tension 
device for anchoring the continuous chain 
in the other end unit. An electric motor 
drives the movable units via a sliding con- 
nection and a tooth gear engaged to the 
endless chain located alongside one of the 
carrying rails. 


CONTROL PANEL accurately directs 
movement of the shelves. When a Push 
Button is pressed, the control panel pro- 
grams the other shelves to move right 
or left automatically, depending on the 
location of the aisle being opened. Con- 
verts 110V AC to low voltage 24V DC to 
all controls and safety devices. 


THE ELECTRICAL CONNECTION is 

very 

simple. You can plug the contact into a 

standard 110V electric wall outlet. 

Eco- 

nomical to operate — as the motor only 1 

runs when shelves are moving, 
watts to each operation. 

550 
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HP ACE GAINER 


LUNDIA. MYERS INDUSTRIES, INC. 


224 IV. Cerro Gordo St. 


Decatur, Illinois 62525 


Provides a highly organ- 
ized files and record system 
utilizing less space. 
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Howard Savings & Loan 
Newark, N. J. 


After 
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PYR@H T l res indicate shelf backs 


——PLAN VIEW OF SINGLE BAY " ■ 

MOBILE UNITS & STATIONARY END UNITS 


PREFABRICATED 
ADJUSTABLE 
WOOD SHELVING 


DOUBLE STATIONARY UNIT 

(24" x 84" x 88") 

SINGLE MOVABLE UNIT 
(24" x 84" x 88") 

DOUBLE MOVABLE UNIT 
(24" x 84" x 88") 

DOUBLE MOVABLE UNIT 
(36" x 84" x 88") 


STEEL RAILS (3) 

AND 3 FOOT AISLE 

SINGLE STATIONARY UNIT 

(12" x 84" x 88") 


fications 


Lundia FULLSPACE combines the Lundia System of Prefabricated 
Adjustable Wood Shelving with carriages mounted on free-rolling 
ball-bearings, one set of guide bearings per movable unit, rolling 
on steel rails mounted on floor or platform. 



■FRONT VIEW OF MOBILE UNIT- 


Optional 

Optional 

Optional 

Optional 

Optional 

Optional 

Optional 


38%" 
44% " 
50% " 
74Vfc" 

861/i6" 

98Jk" 

now' 


Maximum 

from 

Floor 

Shelves 
84" Usable 


2 " 

Clear 

at 

Back of 
Movable 
Unit 


18" Singles 
9" Back to Back 
24" Singles 
12" Back to Back 
15" Back to Back only 
18" Back to Back only _ __ 

ACCESSORIES AVAILABLE FROM STOCK 

VERTICAL SHELF FILING— 

COMPRESSION DIVIDERS /\ 

Sot consists of two pendants, 

1 rod, and 1 pair of brackets 

— finish nickel 

Model “A Pendant" 

%" Diameter Rods to fit (9%"long) 

36 ", 42" or 48" shelf, 

as specified. Model "B Pendant' 


under side view 
LUNDIA shelf 


Model “B Pendant" 
(12%" long) 


3V4' 

From any 
wall or 
object at 
back of 
Movable 
Unit 


36" O.C. 
42" O.C. 
48" O.C. 
36" O.C. 
42" O.C. 
48" O.C. 
36" O.C. 


Optional 

Optional 

Optional 

Optional 

Optional 

Optional 

Optional 


MAXIMUM LOAD LIMIT IS 
3600 LBS. PER MOVABLE UNIT, 
REGARDLESS OF SIZE 


MAXIMUM RAIL LENGTH 
20 FT. 


COMPUTER TAPE REEL RACKS 


FOR 12" 

STORAGE SHELVING 
FINISH— NICKEL 

36"— Capacity 20 reels 
42"— Capacity 23 reels 
48"— Capacity 26 reels 
with 1" card channel 


TRIANGLE SLIP-ON DIVIDER 



FULLSPACE is manufactured by: LUNDIA, MYERS INDUSTRIES, Inc. 
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1 

STATIONARY END UNIT 

MIDDLE GUIDE AND BEARING 4 

CARRIAGE 


1 

2 STATIONARY END UNIT 
MOVABLE SECTIONS 


3 END PANEL AND HANDLE 
7 END BEARING 
STEEL RAIL 


STEEL RAIL C&7 


STATIONARY END UNIT 1 

Consists of a standard unit of Lundia storage 
shelving* hardboard or Marlite backs and 
shelves adjustable on 1" centers, base block 
and kickboard. 

MOVABLE SECTIONS 2 

Consist of standard units of Lundia storage 
shelving, a hardboard back and shelves ad- 
justable on V centers mounted on carriage. 
(See 4) 

END PANEL & HANDLE 6 

Marlite end panels (optional) u4h'r 
on stationary and movable sec- 
tions. Handle on movable sec- KH- 
tions only. Sections move right 3 

or left to open aisle. 


CARRIAGE 4 


Standard Lundia storage shelving rides on hard- 
wood carriages. Each carriage is fitted with pre- 
cision steel roller bearings (3) (5) which ride 
steel rails. 


*U. S. Pat. No. 2577138 


A Casting 

B Roller Bearing Guide 
C Steel Rail 


F G B 

E Middle Roller Bearing 
E Steel Axle 
G Carriage 


A wood leveler strip is attached to floor wit 
suitable anchors. Steel rails fit over levele 
strip. Rails are W x VA" x length require^ 
not to exceed 20 ft. 


MIDDLE GUIDE 
AND BEARING B&5 


A middle guide with roller bearings provides 
directional stability when movable sections are 
in operation. 


BEARINGS 3&5 


Precision sealed steel middle bearing 1%" 
l A" w/steel axle conforms to specs for Schat; 
End roller bearings conform to specs for Schat 


<*5ieeiKan <• Carriage tna roller Dearings conform to spe 
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Insurance Company 

FULLSPACE can be installed anywhere. Most 
insurance companies, savings and loan institu- 
tions and banks find FULLSPACE to be the 
best answer to their growing need for more 
open storage shelving without increasing costs 
for additional storage areas. 

Business Office 

Every business office, regardless of size, usually 
requires some storage shelving. FULLSPACE 
is the perfect answer to the need for a reduc- 
tion in the amount of floor space used or re- 
served for storage shelving. Space saved, by us- 
py^FULLSPACE, is then available for addi- 
tional 1 offices or work areas. In new planning or 
construction, FULLSPACE reduces the amount 
of storage space required. 


Hospitals and Institutions 

Hospitals, schools, businesses, institutions and 
agencies concerned with inactive storage facili- 
ties find FULLSPACE to be the answer when 
additional storage shelving is needed, but the 
space available is limited. The replacement of 
existing shelving with FULLSPACE often 
doubles the amount of useable storage shelving 
without requiring new construction or expan- 
sion of floor areas. 


Every F'ULLSPACE installation is engineered 
to meet particular requirements. Simple in de- 
sign but rugged in construction, FULLSPACE 
is a fully prefabricated and movable system of 
open storage shelving that has been tested and 
proved in use. FULLSPACE can be installed 
anywhere ... in office or factories . . . ivhere 
space for storage shelving is limited or where 
expansion of storage facilities is required with- 
out the acquisition of additional floor space. 
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cyLu^cUu FULLSPACE 

FULLSPACE was developed to meet the spe- 
cific need of all businesses and institutions 
requiring a practical, economical, adjustable 
and serviceable arrangement of open storage 
shelving that would occupy a minimum 
amount of floor space. 

For our customers, and those considering 
the use of FULLSPACE or LUNDIA pre- 
fabricated wood shelving, we offer complete 
planning and layout service without charge 
or obligation. Our factory and field represen- 
tatives are always available to discuss your 
shelving requirements. Just call or write. 


FULLSPACE is the most recent development of 
Lundia, Myers Industries, Inc., manufacturers of 
Lundia prefabricated wood storage shelving. Incor- 
porating all of the outstanding features found in 
Lundia storage shelving, FULLSPACE offers the 
user easy-to-adjust shelves, economy of erection and 
the minimum of maintenance. Users of Lundia pre- 
fabricated wood shelving include most of the major 
chain stores in the United States, department stores, 
drug stores, schools, libraries, hospitals, government 
offices and businesses in thousands of communities. 
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&Lu4tctui FULLSPACE is manufactured by: 


LUNDIA, MYERS INDUSTRIES, INC. 

P. 0. BOX 309 - DECATUR, ILLINOIS 62525 
Area Code 217, Dial 423-3451 
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EXHIBIT II 


P.PYRftHT 

LIST OP MOTORIZED FULLSPACE CUSTOMERS 

I. Hoag Memorial Hospital - Newport Beach, California 
t, M. D. Anderson Hospital - Houston, Texas 

3. Rocky Mountain Motor Tariff ■» Denver, Colorado 

4. Champion Paper Company - Hamilton, Ohio 

5. East Meadow Public Library - East Meadow, L. I. 

6. Navy Yard - Washington, D. C. 

7. El Camino Hospital - Mt. View, California 

8. Fort Hamilton Hospital » Hamilton, Ohio 

9. St, Mary’s Hospital - Saginaw, Michigan 

10. Mercy Hospital - Springfield, Ohio 

11. Amoco Chemical Company - Napier, Illinois 

12. Union Hospital » Terra Haute, Indiana 
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MISSING PAGE 


ORIGINAL DOCUMENT MISSING PAGE(S): 

777 " 
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EXHIBIT IV 


TECHNICAL INFORMATION 

STItB S - Shall be wade of 1-5/16" x 1-3/4" clear fir or equal with i" x 
plow entire height of each stile. Holes, 17/64" in diameter and 1" or 2" 
on center, shall be drilled perpendicular to plow, and across grain the 
entire height of each stile. Plows in stiles shall accept steel angle at 
ends of shelves. Holes in stiles shall accommodate 7/32" steel shelf 
support pins. Shelf support pins shall have one flattened right angle 
to facilitate removal and insertion by hand. Cross rails shall be 1-5/16" 
x 1-3/4” clear fir or equal with rectangular tenons at each end and 
accommodate depth of shelving ordered. Cross rails shall be glued and 
secured in mortised plows of two stiles with at least three recessed sash 
pins at each tenon. Three cross rails, a top, bottom, and center, of a 
pair of stiles shall be considered minimum to form finished uprights. 

Wood for uprights of stiles extend unjoined to full height, is select 
(Grade "C" or better) West Coast Douglas Fir and kiln dried with seven to 
ten percent moisture content. 

SHELVES - Shall be made of edge-glued (with urea resin glue), standard 
(Grade "C or better) West Coast Douglas Fir, Kiln dried with seven to 
C P YR©|-0ereen t moisture content, 3/4" thickness, unless otherwise specified, 
and in widths and depths specified. Each shelf corner shall have a J" 
x 1-3/4" notch to accommodate stiles of uprights. Each shelf shall be 
dadoed to accept hot rolled steel angles which shall be secured in each 
shelf with at least three recessed spot pins. Each shelf has a rated 
capacity of 500 pounds, equally distributed. 

CARRIAGES - Main structural members of carriages shall be constructed of 
laminated (two to four pieces) of beech or birch wood, glued with elec- 
tronic press process using urea resin glue. Cross ties, 3/4" x 1-13/16", 
shall be dove-tailed to main structural members, 2" x 2y*. Sealed 
precision bearings AS KG number 11.294/0, 17 MM bore, 62 MM outer diameter, 
14 ?4M width - outer ring, double sealed and mounted on the main structural 
members of the carriage. Each carriage will contain a minimum of four (4) 
end bearings and two (2) middle guide bearings. 

BACKS AND ENDS - Of or 3/16" hardboard or equal » 

£S5s. MIH ~ lI P° n the carriages with unite of prefabricated wood 

storage shelving ride shall be 1-3/8" high by 1-5/16" wide and furnished 
in the length and quantity required. Thickness of rail is eleven (11) 
gauge number 1029 to 1025 carbon steel. Shall be Number 2 temper with 
0.25 thick steel buffer strip over filler rails. 

All wood materials shall be dust sealed. 

In addition to complete assembly of cabinets and paneling when units are 
installed, the rails must be assembled and placed on the floor so as to 
be absolutely level, both horizontally and vertically. Leveling must be 
performed by some extremely accurate method, such as a transit. 


i 


Approved For Release 2000/08/26 : CIA-RDP74-00005R0001 001 60004-3 




Approved For Release 2000/08/26 : CIA-RDP74-00005R0001 001 60004-3 


msmsmsia 


TECHNICAL information . Contj 

SS n?: “ ll *' , * U »->”«-> »y * 1 ».!*. «l«.rlc Motor 

op«r»tlTO on 110 S single phase current. The motor shall drive a olan- 

ltnry gear reducer with a reduction ratio batmen SO to 1 and 60 to 1. 

f!" ** C °”“ ct 'L br * ,l "“ «hPlinS haying a m,!*, torque 
"“"f f? ot ‘■O'”* 1 * «» *«• Hrire unit shall be located in 

dev<« L J£‘?iuhl the frM ‘. •«* * th»i" tightening 

Da8 “ f! "T ry Unlt * A contlnuous 40 Pitch chain shall 

units shall « h k It v J 0 ***® 1 * m e * ch movable carriage. These hook 
tnits shell engage the chain, regardless of the direction of chain travel 

«ee« impulse fro* a 24 V.B.C. Solenoid mounted within rLIn engajld ’ 

Bol ^«r l0n ° f V* Chain hM becn reversed. The chain shall he in 
acti^J^L * ? * «*rriege is bting moved. One push button switch shall 
If! 1 !!!! * ° 0t ? r 4 ” the appropriate direction - CW or CCW - and engage 

to prevent ^the A device 8h * 11 «ctivate a relay in the motor circuit 

ItZl T* , th “ nit fros operate should this device he in effect. The 

Pufh Lt t^ C ! TSl 1 ^ * 24 VOlt c * Cirmit * ith switches wired in series, 
Push button switches for each possible aisle* 

These switches shall be so constructed that a person must open the switch 

iSr Zci l : u - *• drlvl “ , * h * u «* «•« — «- 
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EXHIBIT V 


FEATURES 


(a) Wood absorbs noise, provides quiet work area to improve working 
conditions. 

<b) Quick access to records - any aisle available in approximately 
eight seconds. 

(C) All shelves adjustable on one inch centers - provides maximum 
utilisation of space in each movable. 

(d> Lundia wood shelving, in fact, helps control humidity Wood 

absorbs excess atmospheric moisture and gives off moisture when 
the humidity of the atmosphere is below normal. 
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SERVICE AND WARRANTY 

1. Service provided by Lundia factory trained personnel. 

2. Service available on a 24 hour basis by Lundia personnel, 

3 ' ^*3*"J lve / a4nt * n *»« service contract available after one year. 

al»cuv g ff™ W"d r lr '^‘ Ctim “ d (Available 

contractor C<mp&ny or Provided by a local reliable 
contractor recommended by you and trained by Lundia). 

:pyrght »"h. tr ta«? B ° f < ’ p ' r,tl ” s p ' r ‘°""“ ’"’“ r 

5 ‘ (sample ln8tr “ ctl “” “■« operating per.onn.1 

*’ wnJ'ir* 1 f ' lectric * 1 components f„ r emergency 

coT” cuatcl"! Pr ° ** ,ime ° f »o additional 

7 ‘ !SS“«of'iaS‘Ito.“" rU1 ' e “ ,r *"' e ' <1 f ° r *•" *«" 


8 • 

V. 


"f'" 1 ! 1 * r '> ,1 *« d fee. of charge pending inspection by 
representative of o. n. Owens Company. 

to W »L U w^J Uarantee f f ° r ° ne year on P arts workmanship subject 
due tl 1 prescribed limitations and restrictions. Parts failure 

God are excluded! 01 ** 106 ' lmpr ° p ® r u8age and maintenance and acts of 
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OPERATING INSTRUCTIONS 


POWER - GLIDE FULLSPACE 

This equipment is the latest in motorized, space saving, shelf filing. 

The system is designed to save valuable floor space and provide better and 
more efficient working conditions for operating personnel. The mechanical 
operation of Fullspace is simple, practical and virtually trouble free. 

1. Power Glide is equipped with four safety features for your protection. 
These are as follows: 

(1) . The unit requires only 2U volt current to operate which 

eliminates any possibility of being shocked. 

CPYRGHT 

(2) . The movables require the operator to keep the button 

depressed while opening an aisle. If someone is in the 
aisle, he can ask the operator to stop the unit. 

(3) . Primary Safety loop across outside of aisle. When go- 

ing into aisle this is removed to deactivate the unit. 

(U) . Upper and lower secondary safety lines within the units 
provide an involuntary safety if units are somehow ac- 
tivated while a person is inside the aisle. Contact 
with these lines will stop the units. 

2. To operate the following steps should be followed: 

(1) . Stand in front of the aisle desired. 

(2) . Push the button on the movable unit which is closest 

to the existing open aisle. Your aisle will be opened 
in only 8 seconds. 

a flflflfliflflag ■ r»i a pr\r>-y a nflnocpflnflAflflAgQnnj o 
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OPERATING INSTRUCTIONS CON'T. 

POWER - GLIDE FULLSPACE 

(3) . Remove the primary safety loop placing magnet to the 
right of your open aisle. 

(U) . Proceed into aisle to perform desired function. 

( 5 ) . Leave aisle from same side you entered. 

(6) . Replace magnet of safety loop back across aisle which 

will automatically turn current on throughout the system. 

3. In the event the Power— Glide system fails to operate, take the following 
steps : 

(1) . Make sure electric current is turned on at control panel. 

(2) , Check to be sure all primary safety magnets are placed 

across the aisles in proper position. 

(3) . Check for object in existing aisle which could shut off 

current at secondary safety line. 

(U). If system still does not operate, phone D. N. Owens Co. 

3kl -6967 for emergency service. 

(5). Operate units manually until service man arrives. 

CPYRGHT 
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PO WE R< > G LI DE 

ULLjiALlBSSS motorized movable shelving 


TOUCH AND GO! 


Touch Button lightly 
with your finger and 
Fullspace with Power- 
Glide opens itself for 
you automatically 
wherever you wish . . . 
with loads up to 
23 tons! 



r%5i: -I : 

’’ 7'. " ::: 

IffljP ■!$ \ 


THIS IS HOW IT WORKS! 
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